P.I.

a.  -Replace

the  A3A1
card.

b. Repair/
replace

the video
gain con-
trol card
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Module 5-1

Lesson Topic 5-1-2

Refer to the unit troubleshooting tables
in the MIM,  Complete the chart below with
the probable cause and corrective action
for the troubles listed.

a.  Modulator A6A1 Troubleshooting.

CORRECTIVE
TROUBLE    PROBABLE CAUSE      ACTION

No 1kHz    1.                                     1.

output in

system

operation

mode.

b.   Receiver-Transmitter A6A2 Troubleshoot-
ing.

CORRECTIVE
TROUBLE    PROBABLE CAUSE       ACTION

Manual

tune

inop.

1.

1.

c.  Power Supply Inverter PS1 Trouble-
shooting.

CORRECTIVE

TROUBLE    PROBABLE CAUSE       ACTION

No 22.5    1.
vdc output

1.

ANSWERS:

a.  Systems Independent Operation Switch; Replace A6A1A1
card.

b.  Defective AFC integrator A6A2A9; Replace A6A2A9.

c.  Defective Power Supply; Replace Fl on Power Supply.

57e test points in each
